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The firm of Koch & S torso! lo located In Dresden n 30 at Ovetoctetraeoe 4$, 
Scke Wnshii^tonstoaDae* This part of the town io Immm as Ubigau and 
belongs toMlckten 0 The factory is the former Ijransformtoren-Wo^k of 
Koch & Storsel Au, in which both the transformer factory and the X-ray 
factory are now operating* The X-ray factory was formerly at 
Zwiclcauerotrass© i$ f tat this was ccqplatoly destroyed*, 

Tho tronsformer factory is now working minly in conjunction uitS to ' 

Saxon power stations. Because of tho lack of raw materials, no new 50X1 
equipsment can be delivered, nor can the necessary spare parts bo produced. 

In the X-ray factory only repairs on nodical apparatus ore being carried 
out, and 10G nodical sets, tho distribution of which lias already been 
fixed, are to be produced in 1948 » X-ray tubes aro no longer produced 
here and there is no experixncntal work in this connection. The f±m 
only works on the necessary wiring elements. ^oih factories, however, 
aro now preparing a new production plan on the orders of the SL'A in 
Karlshorat and hope that they will soon be able to obtain equipment, 
tools, and spare parts. Under the SI A plan 80$ of production is to go 
to reparations, 

Koch & S terse! is only making small X-ray units with low anode voltage. 
Technical and therapeutical equipment with voltages ranging from 100 
to 300,000 volts cannot be rDormf&cturod at to present tine. The 
production of ouch equipment is planned, however- for 1949, Negotia- 
tions are at present being carried on with Korlohorst, which reserves 
tho right to stipulate to type of each X-ray apparatus, * Some leading 
technicians of the firm have been removed on orders of the SLA and are 
said to be engaged in development work in to realm of nuclear physics 
on behalf of to SLA. 
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4. Hadiologio, Sera, is just beginning production. Only samples which 
show no admnee on wartime models are available at the moment* 

Phoenix, Rudolatadt, is to former Siemne^ta%ei>-BBhrQn und Rtetgon- 
Schirm-Worlc, In agreement with the SLA^ this firm is working on new 
developments of high capacity tubes for X-ray photography, A flow of 
f rays increased I* 000 - 10 ? 000 times has been mentioned. Lnergy necessary 
\ for each individual picture is stored up in cond^ users, .-inode currents 
are to range at about 50, OCX) volts. Experiments have been .:&do with 
pictures of to heart in connection with to cardiogram* The 

in Jena is participating in this research work. 
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